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Message Text 


UNCLASSIFIED 

PAGE 01 HONG K 06296 061046Z 

12 

ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO /016W 

075351 

R 060639Z JUN 75 
FM AMCONSUL HONG KONG 
TO AMCONSUL FUKUOKA 
AMEMBASSY TOKYO 
SECSTATE WASHDC 5309 

UNCLAS HONG KONG 6296 

FUKUOKA FOR PSO 
TOKYO FOR RSO 
DEPT FOR A/SY/1, 

3.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: PERIMETER FENCE ALARM. CONSULATE, FUKUOKA 
REF: TOKYO 7505 

1. LAST OF RTC'S PERIMETER ALARM SYSTEMS (SYLVANIA FPS-1) 

NOW BEING INSTALLED IN BANGKOK. WILL ENDEAVOR TO ACQUIRE 
ADDITIONAL UNITS FOR RUKUOKA USE FROM SY/T OR OTHER RTCS. 

IN INTERIM, YOU MAY WISH TO HAVE POLICE PLACE THEIR SYSTEM 
IN USE IF AT NO COST TO CONSULATE. 

2. IF UNABLE TO ACQUIRE FPS-1 SYSTEM THIS MONTH, VEA WILL MAKE 
SURVEY FOR INSTALLATION DURING HIS VISIT FUKUOKA O/A 

JUNE 30. 

3. MOST PROBABLE ETA. TOKYO. FOR VEA NOW JUNE 23. 
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Disposition Date: 01 JAN 1960 
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Disposition Remarks: 

Document Number: 1975HONGK06296 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 98-0274 
From: HONG KONG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750675/aaaacpzj.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
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Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PERIMETER FENCE ALARM, CONSULATE, FUKUOKA 

TAGS: ASEC 

To: FUKUOKA STATE 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



